ILLINOIS GAMING BOARD 



160 North LaSalle Street, Suite 300, Chicago, Illinois 60601 Tel:312/814-4700 Fax:312/814-4602 

NOTICE 

Regular Video Board Meeting - Canceled 

Thursday, October 16, 2014 - 10:15 Open Session 
MICHAEL A. BILANDIC BUILDING 
3 ld Lloor Conference Room 
160 N. LaSalle Street 
Chicago, Illinois 


The October 16, 2014 Open Session Video Board meeting has been canceled. 




